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LC 420WX7- SLE1 Promotion 


It’s 


□ Specification 


• Resolution : WXG A (1366x768) 

• Dimension: 983X576X51mm 

• Luminance : 500nits 

• Response lime : 10ms(MPK1) 

• Contrast Ratio : 1000:1 

• Viewing angle : 178/178 


• Interface :LVDS2Fort 

• Color lemperature : 10,000K 

• Color Depth :8bit(16.7M) / 10bit(lB) 

• Color Gamut : 72% 

• ETC : Zero KT POL 


□ Development Schedule 
[Base on the E1D] 
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> Master 


C ustomer Spec ific a lion 

LC420WX4-SLB1 [ MP Model ] 

Outline Dimension 

983 x 576 x 51mm(wrth inverter) 

Brightnessfnit] 

500nit 

R/KMPK1) [ms] 

10 ms 

Cok>rGamut[%] 

72% 

Viewing Angle [ ] 

178/178 

Contrast Ratio 

lyp. 1000:1 

User Interface 

LVDS 2 Port 

Color Depth 

8Bit / lOBrt 

Color lemp. 

io,oook 

#of Lamps 

H-H (CCFL) 

Input Voltage 

12V/ 24V 

Power Consumption 

logic :8.2W/ lnverterl71W 

Polarizer 

ZPT 

Input Connector 

51 pin 

Inverter Pin 

M : 14Pin 
S: 12Pin 

Mounting lype 

Rear Mount 

Weight 

lyp. 13.0Kg 

MPPIan 

MP 
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LC 420WX7- SLE1 [ NEW Model ] 

Note 

<- 


<r 


<- 


<7 


<- 


<- 


<7 




<- 


H-H(EEFL) 


12V/ 24V 


logic :8.2W (Not Fixed) / lnvettenl62W (Not R 
xed) 


<- 


<- 


<- 


Rear Mount/ Front Mount 


Typ. 10.5Kg (NotRxed) 


07', 6/ B 




APPENDIX I. LVDS 51 Pin Configuration 


-LCD ConnectortCNl) : H-R51S-HF (Manufactured byj AE) orEquivalent 
- Mating Connector: R-R51HL(Manufactured byj AE) orEquivalent 


No 

Symbol 

Description 

No 

Symbol 

Description 

1 

GND 

Ground 


27 

BIT Select 

Logic 'L' : 8b it, 'H' or'NC' : lObit 

2 

NC 

No Connection 


28 

REON 

SECOND CHANNEL 0- 

3 

NC 

No Connection 


29 

REOP 

SECOND CHANNEL 0+ 

4 

NC 

No Connection 


30 

REIN 

SECOND CHANNEL 1- 

5 

NC 

No Connection 


31 

RE1P 

SECOND CHANNEL 1+ 

6 

NC 

No Connection 


32 

RE2N 

SECOND CHANNEL2- 

7 

LVDS Select 

LVDS Format / Refer to Note 1 


33 

RE2P 

SECOND CHANNEL2+ 

8 

VBREXT 

External VBR input from System 


34 

GND 

Ground 

9 

VBROLTT 

VBR output form LCD module 


35 

RECLKN 

SECOND CLOCKCHANNELC- 

10 

DC R Enable 

DC R Selection / Refer to Note 2 


36 

RECLKP 

SECOND CLOCKCHANNELC + 

11 

GND 

Ground 


37 

GND 

Ground 

12 


ROON 

FIRSTCHANNEL 0- 


38 

RE3N 

SECOND CHANNEL 3- 

13 

ROOP 

FIRSTCHANNEL 0+ 


39 

RE3P 

SECOND CHANNEL 3+ 

14 

R01N 

FIRSTCHANNEL 1- 


38 

RE4N 

SECOND CHANNEL 4- 

15 

ROIP 

FIRSTCHANNEL 1+ 


39 

RE4P 

SECOND CHANNEL 4+ 

16 

R02N 

FIRSTCHANNEL 2- 


42 

GND 

Ground 

17 

R02P 

FIRSTCHANNEL2+ 


43 

GND 

Ground 

18 

GND 

Ground 


44 

GND 

Ground (NSB) / / Refer to Note 3 

19 

ROCLKN 

FIRST C LO C K C HA N N EL C - 


45 

GND 

Ground 

20 

ROCLKP 

FIRSTCLOCKCHANNELC + 


46 

GND 

Ground 

21 

GND 

Ground 


47 

NC 

No connection 

22 

R03N 

FIRSTCHANNEL 3- 


48 

Vlcd 

Power Supply +12. OV 

23 

R03P 

FIRSTCHANNEL3+ 


49 

Vlcd 

Power Supply +12. OV 

24 


RD4N 

FIRSTCHANNEL 4- 


50 

Vlcd 

Power Supply +12. OV 

25 

R04P 

FIRSTCHANNEL 4+ 


51 

Vlcd 

Power Supply +12. OV 

26 

GND 

Ground 


- 

- 

- 
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APPENDIX II. Inverter Pin Configuration 


❖ Inverter Pin Configuration Equivalent to LC420WX4-SLB1 MP Model ) 


Pin No 

Symbol 

Description 

Note 

1 

VBL 

24V Input 


2 

VBL 

24V Input 


3 

VBL 

24V Input 


4 •. 

VBL 

24V Input 


,5 

VBL 

24V Input 


6. 

GND 

GND 


7 

GND 

GND 


8 

GND 

GND 


' 9- 

GND ' 

GND 


•10 

r GND ■ 

GND 


11 

VBR-A 

Analog dimming 

OV(min) ~3.3V(max) 
Open : VBR-A =1.65V 

12 

VOn/Off 

Backlight ON/ OFF control 

ON : 2.5 ~ 5.0V 
OFF: -0.3 ~ 0.8V 




OV(min) ~3.3V(max) 

13 

VBR-B 

0.0V —3.3V (DC) 

Open : Duty=100%, 

if you don't use DC R function, please apply 3.3Volt or let it "Open". 

14 

NC 

NC 

NC 


1. MasterConnector 

1) ConnectortReceptacle) 

: S14B-PH-SMC (manufactured J ST) or Equivalent 

2) Mating Connector(Plug) 

: PHR14 (manufactured J ST) orEquivalent 

*J ST: J apan So Ideerless Terminal Co., LTD 


2. Slave Connector 

1) ConnectortReceptacle) 

: S12B-PH-SMC (manufactured J ST) orEquivalent 

2) Mating Connector(Plug) 

: PHR12 (manufactured J ST) orEquivalent 


Confidential 


4/14 



APPENDIX III. Mechanical Change [Overall ] 


JtBrai wzvm.' 

It '^tQOt 


Overall 

LC420WX4~SL£1 

LC 420WX7- SLE1 




Front 

W a 

W M 

11 m 

■ m ti 

■ 

■Hr 

■ f /J ■ 

u 1 ■ 

Rear 

fT \ # r N 


if ■ T'l 




Remarks 

1. Changed the user mount shape ( Front Mount Applied : 12ea) 

2. Changed Inverter Size 

3. Changed shape of Cover Shield (Control FCB) 
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APPENDIX IV. Mechanical Change [ Front] 


iieww vm 




it^Sgot 


Front 


L£420WX4^SIB1 


LC 420WX7- SLE1 




Front User Mounting Hole : Nothing 


e mm \ 

: : Comer: 4 ea 


Left/ Right: 4 ea 


Down : 4 ea 



Comer left/ Right Down 

User Mounting Hole 6-M4 


Remarks 


1. User mount 
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APPENDIX IV. Mechanical Change [ Rear] 


Jt&rtti raw 


Rear 


LC 420WX7- SLE1 THM (Front Mount) 



486.5 


>!< 


486.5 ^ 
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APPENDIX IV. Mechanical Change [ Rear] 






It^QOt 


Rear 


LC420WX4-SLB1 



Remarks 


1 . Changed Inverter Size 
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APPENDIX IV. Mechanical Change [ Rear] 






itJfigot 




Remarks 


1 . Changed corner shape. THM (Front Mount) 
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APPENDIX IV. Mechanical Change [ Rear] 


xermt raw 




it 




Remarks 


1 . Changed shape. 
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APPENDIX IV. Mechanical Change [ Rear] 


xermt raw 




it 




Remarks 


1 . Changed shape. THM (Front Mount) 


Confidential 


11/14 





APPENDIX IV. Mechanical Change [ Sde ] 


3/erar rattan 1 

itsfigot 


Side 


lop Side Mount 


LC420WX4-SLB1 



Non- Side Mount 
LC420WX7-SLE1 



Side Mount 3ea 
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APPENDIX IV. Mechanical Change [ Sde ] 


Side 


Bottom Side Mount 


LC 420WX4- SLB1 


Side Mount 4ea 


it^Sgot 



LC420WX7-SLE1 



◄ 

450 

Side Mount 8ea 




— ► 

450 
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APPENDIX IV. Mechanical Change [ Sde ] 


J1EV&! MW 





Side 

Side Mount 

LC 420WX4- SLB1 




Non- Sde Mount 


LC420WX7-SLE1 


l 



Sde Mount 5ea 
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